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• Digital AM/FM Stereo Tuner 

• Backlit with 1.25" Green Display 

• Nature Sounds CD Included 

• CD-R Ready 

• Dual Wake with Individual Indicators 

• Multi-Function Dual Wake 

- Graduwake™ Ramp-Up Alarm 

- Nap Function 

- Programmable Snooze 

• Programmable Sleep Function 

• Timer Function 

• High-Performance Bass Reflex 
Speaker System 

• Sleep to One Station; Wake to Another 

• "No Worry" Battery Back-Up 

• Credit Card Remote Control 




RP3757 


Specifications 


• Product Dimensions: 

9.3" W, 6.3" D, 5.2" H 

• Carton Dimensions: 

11.4" W, 7.1" D, 8.5" H 

• Approximate Shipping Weight: 4.6 Lbs. 

• Overpack Quantity: 3 


Radio 


• High-Performance Bass Reflex 
Speaker System 

• Two 1 " 8 Ohm Dynamic Speakers 

Provides crisp, clear sound quality. 

• Digital AM/FM Stereo Tuner 

Tunes AM/FM station with maximum accuracy 
and minimum drift. 

AM: 530 - 1710 kHz 
FM: 87.5 - 107.9 MHz 

• 10 Preset Stations 

Mixed between AM and FM stations. 

• Two Built-In Antennas 

Ferrite rod for AM and line cord for FM. 


Clock/Wake 


• Green Backlit 1.25" LCD Display 

• Dual Alarms with Individual 
Wake Indicators 

Allows for two individual wake settings for two 
different users. Each wake setting is indicated. 

• Wake-to-Radio, Alarm or CD 

Wake to the alarm, your favorite radio station 
or any track of a CD. 

• Wake-Reset Button 

Resets the current wake time at the touch 
of a button. 

• Digital Volume Control 

• Multi-Function Dual Wake 

Using a unique ASIC chip, the following 
convenient combination of features makes 
life a little bit easier: 

- Graduwake'" Ramp-Up Alarm 

Offering a more pleasant waking experience, 
Graduwake ramp-up alarm begins at a 
low level and gradually increases in volume 
until it is turned off or the snooze function 
is activated. 

- Nap Function 

Allows the user to set a quick alarm for 
short intervals of sleep without disturbing 
the Wake alarm settings. The Nap button 
can be pressed repeatedly for 10 minute 
increments up to a total naptime of 1 20 
minutes. A lighted indicator informs the 
user that a Nap alarm has been set. 

- Programmable Snooze Function 
Front mounted, located for easy accessibility, 
turns radio or alarm off for a default of an 
extra 9 minutes of sleep. It can also be set 
for an individually programmed amount of 
time, from 1 minute to 30 minutes and can 
be repeated for up to 2 hours. 

• Forward/Reverse Push-Button Time 
and Wake Settings 

Separate Forward and Reverse controls allow 
for fast, accurate time and wake settings. 

• "No Worry" Battery Back-Up 

Holds time and wake settings intact during 
brief power failures. Alarm or one preset 
radio Wake will sound at set wake time. 

(9-volt battery not included.) 

• Programmable Sleep Function 

Plays radio for up to two hours before 
automatically turning off, allowing the user 
to fall asleep to music. 

• Time-Hold Capacitor 

Stores enough energy to keep time and wake 
settings intact during momentary power 
failures. 

• Time/Wake Set Lock 

Prevents accidental change of time setting 
or wake. 




Changing Entertainment. Again. 

www.rca.com 


CD 


• Contemporary Front-Load CD 

Motorized CD Door System for smooth and 
easy access. 

• CD Pushbutton Controls 

- Open/Close 

- Play/Pause 

- Stop 

- Repeat/Shuffle 

- Track/Search Forward 
-Track/Search Reverse 


Plus 


• Soothing Nature Sounds CD Included 

A quiet and soothing way to fall asleep or 
wake up. 

• 1-Year Limited Warranty 

See RCA dealer or visit www.rca.com 
for complete details. 
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